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Development  Program 

The  development  program  includes  the  following  spaces: 

Research  Space  150,000  gsf 

Ambulatory  Clinic  150,000  gsf 

Cultural  /  Institutional  -^1 20,000  gsf 

Retail  Space  175,000  gsf 

Cinemas  23,000  gsf 

Hotel  Space  220,000  gsf 


Total  Development  838,000  gsf 

Parking  850  spaces  below  grade 

Conformance  with  Zoning 

The  development  plan,  as  shown,  conforms  to  the  proposed  Article  38  amendments  which  have 
established  permanent  zoning  for  the  site  in  conjunction  with  the  Midtown  Cultural  District 
guidelines.  The  plan  envisions  the  creation  of  a  PDA  for  the  portions  of  the  site  where  one  is 
allowed. 

The  proposed  building  heights  are,  as  follows: 

Allowed  Proposed 

Ambulatory  /  Hotel  Building                275  ft  275  ft 

Research  Building                               275  ft  180  ft 

Cultural  /  Institutional  Building            275  ft  140  ft 

Retail  /  Cinema                                     275  ft  85  ft 

Setbacks,  ground  floor  uses,  floorplate  sizes,  street  wall  dimensions  and  other  characteristics  of 
the  development  are  in  conformance  with  the  Midtown  Cultural  District  regulations. 
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BEACH  STREET  VIEW 
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VIEW  OF  STUART  COURT 
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